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COPY 


November 13, 1985 


BY TELECOPIER-CONFIRMATION BY AIR MAIL 


Mr. John H. Bass 
Reddie * Grose 
16 Theobalds Road 
London WClX 8PL 
ENGLAND 


Re: U.S. Patent Application 744,894 
Your file: 24366A 
Our file: FTR-1033 DIV/FWC 


Dear John: 


Further to my letter of November 5, enclosed is a 
copy of a draft response to the final rejection. Please let 

me have your comments. 


Very truly yours, 


JHI:bas Jeffrey H. Ingerman 

Enc. 


Source: https://www.industrydocuments.ucsf.edu/docs/tmkjOOOO 
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